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TAGS: TECH, ENGR, PARM, V KOREA, KS 

SUBJECT: SEPT 6-8, 1978, SECOND MEETING IN WASHINGTON OF 
U.S. -KOREA JOINT STANDING COMMITTEE ON NUCLEAR AND OTHER 
ENERGY TECHNOLOGY 

REF: SEOUL 7649 

1 . DETAILED SCHEDULE WORKED OUT HERE, ALONG LINES CITED 
REFTEL WHICH IS QUITE SUITABLE. PROGRAM FOR MEETINGS HAS 
ALSO BEEN INFORMALLY DISCUSSED WITH ROK EMBASSY SCIENCE 
OFFICE AND ARRANGEMENTS MEET WITH THEIR CONCURRENCE. AGENDA 
HEREIN ALSO REFLECTS COORDINATION WITH CONCERNED AND 
INTERESTED AGENCIES AND THEIR ACCEPTANCE. 
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2. U.S. DEL WILL BE LOUIS NOSENZO. DOS; NELS SIEVERING, 

DOE, RICHARD ADAMS, ANL, PLUS FOLLOWING OFFICIAL PARTICI- 
PANTS: JOE LAFLEUR, NRC; HAL BENGELSDORF, DOE; WILLIAM 
CARTER, DOE; DAVID DAVIDSON, USGS; CECIL LEDSKY, DOS; 

ROBERT SLOAN, DOS (L, OES); ROBT LIIMATAINEN, DOS. 

3. MEETINGS WILL BE HELD IN STATE DEPARTMENT OES 7TH FLOOR 
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CONFERENCE ROOM 7835 WITH IO MEETING ROOM 1517 AVAILABLE 
SHOULD SPECIAL CONSULTATIONS BE NEEDED - FOR EXAMPLE, FOR 
WORKING LEVEL CONSULTATIONS. 

4. PRINCIPAL SUBSTANTIVE AGENDA ITEMS TO BE DISCUSSED ARE 
(IN ORDER TO BE TAKEN UP): 

A. DRAFT BILATERAL AGREEMENT 

B. DRAFT PROTOCOL ON SUSPENDING APPLICATION OF 
SAFEGUARDS, US/ROK/IAEA TRILATERAL. 

C. COOPERATION WITH ARGONNE NATIONAL LABORATORY 
-ANL-KAERI SISTER LAB PROGRAM 

D. COOPERATION WITH NRC EXCHANGES, TRAINING 

E. SOLAR ENERGY COOPERATION 

F. COOPERATION WITH USGS ON MINERAL RESOURCES - 
DRAFT MOU BETWEEN USGS AND KIGAM 

G. ENERGY ASSESSMENT AND DEVELOPMENT, INCLUDING 
INFCE,AND ENERGY POLICY 

IMPLICIT IN TOPICS ABOVE, ESPECIALLY 3 AND 4, IS REVIEW OF 
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PROGRESS MADE IN PAST YEAR AS FOLLOW-UP TO FIRST MEETING 
OF THE JSCNOET. 

5. AGENDA FOR MEETING IS NOW PLANNED AS FOLLOWS: 

WEDNESDAY - SEPTEMBER 6, 1978, 11:00 A.M. 

- WELCOME AND OPENING OF SESSION BY MR. NOSENZO 

- INTRODUCTION OF U.S. PARTICIPANTS AND ADVISORS 

- RESPONSE AND COMMENTS BY SENIOR MEMBER OF REPUBLIC OF 
KOREA DELEGATION 

- INTRODUCTION OF KOREAN PARTICIPANTS AND ADVISORS 

- ADOPTION OF AGENDA 


12:15-1:30 P.M. 
- LUNCH 


1:30-4:30 P.M. 

- CONSIDERATION AND DETAILED DISCUSSION OF SPECIFIC 
AGENDA TOPICS (PER PARA 4) 

THURSDAY - SEPTEMBER 7, 1978, 9:00 A.M.-12 NOON 

- CONTINUATION OF IOINT MEETING DISCUSSION 
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12:15-1:45 P.M. 

- LUNCHEON HOSTED BY MR. NOSENZO IN STATE DEPARTMENT 8TH 
FLOOR DIPLOMATIC DINING ROOM, VAN BUREN II 


2:00-4:30 P.M. 

- CONTINUE DELIBERATIONS 

FRIDAY - SEPTEMBER 8, 1978, 9:00 - 1 1:00 A.M. 

- REVIEW AND APPROVAL OF DRAFT RECORD OF DISCUSSIONS OF 
THIS SECOND JOINT COMMITTEE AND POSSIBLE JOINT 
COMMISSION. 

3:30 P.M. 
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- SIGNINY OF OFFICIAL RECORD OF DISCUSSION OF JOINT 
MEETING 

TENTATIVE-EVENING 

- RECEPTION OR DINNER HOSTED BY ROK EMBASSY WASHINYTON 

6. IF ADDITIONAL TIME IS REQUIRED THEN THE FINAL MEETING 
OF THE JOINT COMMITTEE, TOGETHER WITH THE SIGNING OF THE 
RECORD OF DISCUSSION (MEMORANDUM OF EXCHANGE) COULD BE 
HELD ON: 

MONDAY - SEPTEMBER 11, 1978, 10:00-11:00 A.M. 

- TIME AND THE OES CONFERENCE ROOM 7835 HAVE BEEN RESERVED 
FOR THIS PURPOSE, IN THE EVENT NEEDED. CHRISTOPHER 


UNCLASSIFIED 


NNN 
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